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THROWBACK THURSDAY 

Broadway Hotel 

Located on the northeast corner of Broadway and Dousman streets, the hotel opened in 1885 
under the ownership of Constantine McGinnis. The top two floors had 71 rooms. The street level 
had a large lobby, billiards room, barbershop and the general offices of the Larsen Canning Co. 
The building was razed in 1962. The site is now occupied by office buildings. 

» Order a reproduction of this and other photos from the Neville Public Museum of 
Brown County at http://photos.nevillepublicmuseum.org. 
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